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INFO #: 13090471 PHILIP MORRIS USA 

LYNN DOWNING 

ship vta: Fax 804-274-2160 

*MAIL/DROPSfiir 
FILLED ON: 21/13/2002 

Infotrieve, Inc. 

7666 Market St. 

Canton, MI 48187 

Phone 734-459-9699 ext.2103 or 

Fax 734-159-5280 


NB 11/13/2002 
12:00 AM PT 
AR 



Please notify ns within 2 business days if this fax is 
illegible, unreadable, or incomplete, If yon would 
like a hard copy in addition to this faxed copy, you 
will be charged the copyright royally for the second 
copy pins a nominal fee. 


Panic 


SHlPTO: 7388/7388 

PHILIP MORRIS OSa 

LYNN DOWNING 

RESEARCH CENTER LIBRARY 

PO BOX 26583 (Street Address: 4201 Commerce kd., Richmond VA, 23234) 
RICHMOND, VA 23261-6583 United States 
United States 


Please contact us if you have questions or conOTt'nts regarding this apielc 

Email; scrvicc@inrotrieve.com Phone: (SOD) 422-4633 


CUSTOMER INFO 
FAX: 8M-274-2I60 

COURIER: DO NOT SEND AIRBORNE! 
ARIEL; 


NOTES. 


ARTICLE INFORMATION 

KIDNEY TNT SUPPL 
710:554-6 1999 

MIYATA T; SUGIYAMA S; £T AL 
INCREASED CARBONYL MODIFICATION.,. 


CCD 5700 

SHIP VTA Fax 804-274-2160 


ORDER# 58128 

BILUNG REF RD&E/FENG, SHIXIA 

ORDERED ON 11/13/2002 


FILLED ON 11/13/2002 

NEED BY 11/13/2002 

ATTENTION LYNN DOWNING 

INFO# 13090471 
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